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ART  METAL  LIGHTING  EQUIPMENT  PROVIDES 
ENGINEERED  ILLUMINATION  FOR  THE  HOME 


The  following  requisites  of  good  illumi¬ 
nation  should  be  the  basis  of  consideration 
to  insure  the  best  in  home  lighting. 

A  strict  adherence  to  the  proven 
fundamentals  of  illumination  design, 
developed  through  laboratory  methods 
to  meet  the  requirements  of  the 
Science  of  Seeing. 

Character  and  refinement  of  design 
styling  and  the  beauty  of  finish. 

Simplicity  and  sturdiness  of  con¬ 
struction. 


^  Natural  daylight  comes  from  above  .  .  . 
artificial  light  should  follow  this  same 
precept.  It  should  come  from  a  fixed  posi¬ 
tion  on  the  ceiling — using  this  expanse  as  a 
reflecting  area  to  shower  illumination 
properly  distributed  and  diffused  through¬ 
out  the  room. 

Further  advantages  of  overhead  light 
sources  are:  Convenience,  the  press  of  a 
switch  instantly  floods  the  entire  room 
with  abundant  light:  Safety,  no  dan¬ 
gerous  groping  to  turn  the  light  on  in 
a  dark  room. 

ALL  EQUIPMENT  LISTED  IN  THIS  CATALOG  IS  AP- 
PROVED  BY  THE  UNDERWRITERS'  LABORATORIES, 

INC.,  AND  IS  LABELED  AS  EVIDENCE  THEREOF. 


These  requisites  are  found  in  Art  Metal 
products^for  home  lighting. 
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The  Cavalier 

No.  1763  15"  Dia.  6"  O.  A.  2  Lights  300W. 

Finishes:  Ivory  and  Gold,  Silvertint. 

Double  Thickness  Flashed  Opal  Glass  Bottom.  Lumi¬ 
nous  Louvres. 

LIST  PRICE  S19.50. 


No.  1747  llW  Dia.  12"  O.  A.  150W. 


The  Continental 


No.  1891  151/4"  Dia.  36"  O.  A.  2  Lights  300W. 

Finishes:  Empire  White  and  Silver,  Ivory  and  Gold, 
Silvertint. 

White  Concave  Glass  Bottom  with  Crystal  Edging, 
Etched  Glass  Panels.  Crystal  Glass  Column,  Luminous 
Louvres. 

LIST  PRICE  $22.50. 


Double  Thickness  Flashed  Opal 
Glass  Bottom.  Luminous  Bowl. 
Finishes:  Ivory  and  Gold,  Silvertint, 
Goldtint. 

LIST  PRICE  $12.60. 


No.  1489  113/4”  Dia.  24"  O.  A.  150W 
Finishes:  Ivory  and  Gold,  Silvertint. 

Luminous  Louvres,  Crystal  Spear. 
LIST  PRICE  $13.50. 


No.  1493 

Luminous  Louvres.  Opal 
Glass  Bottom. 

9  Vi"  Dia.  Ex.  45/8" 
35/s"  O.A.  60 W. 
Finishes:  Ivory  and  Gold, 
Silvertint,  Gold- 
tint,  Ivory  and 
Silver. 

LIST  PRICE  $5.85. 

The  Art  Metal  Co. 
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The  Cavalier 


No.  1755  15"  Dia.  36"  O.  A.  2  Lights  300W. 

Finishes:  Ivory  and  Gold,  Silvertint,  Ivory  and  Silver. 

Double  Thickness  Flashed  Opal  Glass  Bottom. 

Crystal  Glass  Column.  Luminous  Louvres. 

LIST  PRICE  $22.50. 


The  Cavalier 

No.  1994  15"  Dia.  15"  O.  A.  2  Lights  300W. 

Finishes:  Ivory  and  Gold,  Silvertint. 

Luminous  Louvres.  Double  Thick  Flashed  Opal  Glass. 
LIST  PRICE  $22.05. 


No.  1746  11%"  Dia.  3%"  O.  A. 

2  Lights  200W. 

Finishes:  Ivory  and  Gold,  Silvertint, 
Goldtint. 


Double  Thickness  Flashed  Opal  Glass 
Bottom.  Luminous  Louvres. 

LIST  PRICE  $12.90. 


The  Virginian 

No.  1964  16"  Diet.  30"  O.  A.  2  Lights  300W. 

Finishes:  Colonial  Brass  and  Creme,  Colonial  Brass 
and  Silver. 

Metal  Bowl  with  Decorative  White  Glass  Bottom,  Metal 
Gallery,  Crystal  Glass  Column,  Sectional  Stem 
Pendant. 

LIST  PRICE  $19.65. 


The  Colonial 

No.  1965  16"  Dia.  14"  O.  A.  2  Lights  300W. 

Finishes:  Colonial  Brass  and  Creme,  Colonial  Brass 
and  Silver. 

Metal  Bowl  with  Decorative  White  Glass. 

LIST  PRICE  $17.55. 


No.  2405  13"  Dia.  24"  O.  A.  150W. 

Finishes:  Colonial  Brass  and  Creme, 
Colonial  Brass  and  Silver. 


Luminous  Banding,  Decorative  White 
Glass  Bottom. 

LIST  PRICE  $11.25. 


No.  1975  13"  Dia.  12"  O.  A.  150W. 

Finishes:  Colonial  Brass  and  Creme, 
Colonial  Brass  and  Silver. 

Metal  Bowl  with  Decorative  White 
Glass  Bottom,  Metal  Gallery.  Crystal 
Glass  Ball. 

LIST  PRICE  $9.45. 


The  Art  Metal  Co 
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The  Dinelux 

No.  2489  16"  Diet.  ll"O.A.  1-150W 

Finish:  Silvertint  Emp.  White  and  Silver. 

Two-tone  White  Glass  Bowl — Embossed 
Decoration. 

Bottom  Coloriser  Lens:  Platinum. 
Crystal  Trim. 

LIST  PRICE:  $16.80. 


The  Dinelux 


No.  2490  16"  Dia.  11"  O.A.  1-150W 

Finishes:  Ivory  and  Gold,  Goldtint. 

Two-tone  Ivory  Glass  Bowl — Embossed 
Decoration. 

Bottom  Coloriser  Lens:  Gold. 

Crystal  Trim. 

LIST  PRICE:  $16.80. 


The  Dinelux  Luminaire  gives  a  unique  and  pleasing  appearance  in  dining 
room  lighting.  This  homogeneous  glass  bowl  incorporates  an  optically 
corrected  crystal  glass  lens  on  which  either  gold  or  platinum  is  applied  to 
the  steps  or  risers.  This  treatment  of  the  lens  serves  the  dual  purpose  of; 
(1)  softening  illumination  in  the  field  of  vision  with  no  distortion  or  modifica¬ 
tion  of  the  light;  (2)  harmonizing  and  blending  the  lens  portion  with  the 
two-tone  outer  bowl. 

The  Dinelux  Luminaire  provides  a  controlled  downward  component  of 
40%  of  the  light  on  the  dining  room  table,  while  60%  of  the  light  is  di¬ 
rected  upward  for  general  room  illumination. 

The  lighting  effect  obtained  enhances  the  appearance  of  the  room  and 
gives  a  pleasing  sparkle  to  the  glassware,  silver  service  and  table  ap¬ 
pointments. 


No.  2487  16"  Dia.  36"  O.A.  1-150W 
Finish:  Silvertint,  Emp.  White  and  Silver. 

Two-tone  White  Glass  Bowl — Embossed 
Decoration. 

Bottom  Coloriser  Lens:  Platinum. 
Crystal  Trim. 

LIST  PRICE:  $17.70. 

No,  2488  16"  Dia.  36"  O.A.  1-150W 

Finishes:  Ivory  and  Gold,  Goldtint. 

Two-tone  Ivory  Glass  Bowl — Embossed 
Decoration. 

Bottom  Coloriser  Lens:  Gold. 

Crystal  Trim. 

LIST  PRICE:  $17.70. 


TABLE  OF  FOOTCANDLE  VALUES  de¬ 
livered  in  given  areas  on  the  Dining 
Room  table  at  varying  mounting  heights. 
The  working  plane  (or  table  top)  remains 
constant  at  30  inches. 

Lamp— 150W  (A25  I.  F.)  115V— 
Lumens  2600. 

Distance 

from 


Bottom  Directly 
of  Unit  Under 

1  Foot 

2  Foot  3  Foot 

to  Table 

Unit 

Radius 

Radius  Radius 

30" 

120 

88 

15 

8 

32" 

110 

82 

15 

8 

34" 

110 

78 

16 

9 

36" 

90 

69 

18 

9 

38" 

80 

64 

19 

9 

40" 

75 

60 

21 

9 

42" 

62 

54 

24 

10 

Tested  in  standard  room  12'  .0  x  12'  .0 
8' — 6"  Ceiling  Height — Ceiling  Reflection 
Factor  75%.  Walls  50%— Floor  20%. 


Quarter  Section  showing  150W  Lamp 
position  in  fixed  relation  to  The  Art  Metal 
Optically  Designed  "Widelite"  Lens — 
illustrating  the  Fresnel  principle  of  Light 
Control  in  a  55°  beam  spread. 


The  light  distribution  of  the  Dinelux  is 
illustrated  by  this  characteristic  curve. 
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The  Euclid 

No.  2491  I6V2"  Dia.  36"  O.A.  2  Lights  300W. 

Finishes:  Goldtint,  Ivory  and  Gold. 

Glass:  White  Etched  Crystal  Decoration,  Crystal 
Column. 

LIST  PRICE:  S16.50. 


The  Modeller 

No.  1825N  151/2"  Dia.  36"  O.  A.  2  Lights  300W. 

Finish:  Ivory  and  Gold. 

White  and  Crystal  Glass  Bottom,  Crystal  Glass 

Column. 

LIST  PRICE  $15.00. 


The  Euclid 

No.  2492  16>/2"Dia.  10"  O.A.  2  Lights  300W. 

Finishes:  Goldtint,  Ivory  and  Gold. 

Glass:  White  Etched  Crystal  Decoration,  Crystal 
Column. 

LIST  PRICE:  $16.50. 


No.  1909  12"  Dia.  IIV2"  O.  A.  150W. 
Finishes:  Ivory  and  Gold,  Goldtint, 
Silvertint. 

Ivorin  Glass  Bottom. 

LIST  PRICE  $6.90. 


No.  1910  12"  Dia.  24"  O.  A.  150W. 

Finishes:  Ivory  and  Gold,  Goldtint. 

White  Glass  Bottom. 

LIST  PRICE  $7.95. 


The  Art  Metal  Co. 
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The  Eldora 

No.  1993  16"  Dia.  15"  O.  A.  4  Lights  240W. 

Finishes:  Ivory  and  Gold,  Silvertint. 

Double  Thickness  Flashed  Opal  Glass.  Luminous 
Body. 

LIST  PRICE  $22.50. 


No.  1898 

Luminous  Bowl,  Crystal  Glass  Stars. 
Opal  Glass  Bottom. 

9"  Dia.  4"  Ex.  4"  O.  A.  60W. 
Finishes:  Ivory  and  Gold,  Goldtint, 
Silvertint,  Empire  White 
and  Silver. 

LIST  PRICE  $5.85. 


The  Winchester 

No.  1985  17"  Dia.  5"  O.  A,  3  Lights  300W 

Finishes:  Colonial  Brass  and  Creme. 

Luminous  Drum.  Decorated  White  and  Crystal  Pebbled 
Glass  Convex  Dish,  Metal  Gallery. 

LIST  PRICE  $18.00. 


The  Selwyn, 

No.  1879  16"  Dia.  36"  O.  A.  4  Lights  240W. 

Finishes:  Ivory  and  Gold,  Silvertint. 

Double  Thickness  Flashed  Opal  Glass  Bottom,  Crystal 
Glass  Column,  Luminous  Body. 

LIST  PRICE  $22.50. 
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The  Ceilux 

No.  2511  18"  Diet.  5"  O.A.  3  Lights  180W. 

Finishes:  Colonial  Brass  and  Creme,  Silvertint. 

Luminous  Meted  Reflecting  Surface.  White  Glass  Bow! 
with  Buff  Tinted  Bottom  Surface  Elaboration. 

LIST  PRICE  $19.50. 


The  Cortland 

No.  1876  15V2"  Dia.  36"  O.  A.  2  Lights  200W 

Finishes:  Ivory  and  Gold,  Goldtint,  Silvertint 

Etched  Glass  Bottom.  Luminous  Bowl. 

LIST  PRICE  $15.00. 


The  Crown 

No.  1916  15%"  Dia.  36"  O.  A.  2  Lights  300W 

Finishes:  Silvertint,  Goldtint,  Ivory  and  Gold. 

Crystal  Column,  Satin  Glass  Panels.  White  and 
Crystal  Glass  Bottom. 

LIST  PRICE  $12.90. 


No.1877  12"  Dia.  24"  O.  A.  150W. 

Finishes:  Ivory  and  Gold,  Silvertint. 
Etched  Glass  Bottom.  Luminous  Bowl. 
LIST  PRICE  ^8.85. 


No.  1878  12"  Dia.  12"  O.  A.  150W. 

Finishes:  Ivory  and  Gold,  Silvertint, 
Goldtint. 

Etched  Glass  Bottom,  Crystal  Glass 
Ball.  Luminous  Bowl. 

LIST  PRICE  $7.50. 


The  Art  Metal  Co. 
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The  Standish 

No.  2493  17"  Diet.  12"  O.A.  2  Lights  300W. 

Finishes:  Goldtint,  Ivory  and  Gold,  Silvertint. 

Glass:  White  and  Crystal  Bottom — Crystal  Column. 

LIST  PRICE:  $16.80. 


The  Chatham 

No.  1992  16"  Dia.  36"  O.  A.  3  Lights  225W. 

Finish:  Ivory  and  Gold. 

Lusterelle  Ivory  Glass  Bowl  with  Tinted  Design, 
Crystal  Glass  Column. 

No.  1899  Same  as  above  Excepting  Glass  Bowl  in 
Gold  Line  Decoration  Only. 

LIST  PRICE  $18.00. 


The  Standish 

No.  2494  17”  Dia.  36"  O.A.  2  Lights  300W. 

Finishes:  Goldtint,  Ivory  and  Gold,  Silvertint. 

Glass:  White  and  Crystal  Bottom — Crystal  Column. 

LIST  PRICE:  $16.80. 


The  Pelham 

No.  1995  16"  Dia.  11"  O.A.  3  Lights  225W. 

Finish:  Ivory  and  Gold. 

Lustrelle  Ivory  Glass  Bowl  with  Tinted  Design.  Crystal 
Glass  Column. 

No.  1995S  Same  as  above  Excepting  Glass  Bowl  in 
Gold  Line  Decoration  Only. 

LIST  PRICE:  $18.00. 
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COLOR  THE  FIXTURE  AS  DESIRED  WITH  . 


Lighted  or  unlighted  any  Muralier  fix¬ 
ture  without  color  control  will  appear 
in  any  of  its  natural  finishes  as  given 
under  each  catalog  number. 

(No  color  control  filter  used) 


To  color  the  outside  surface  of  the  fix¬ 
ture,  select  the  color  control  filter 
desired,  slip  into  place  as  illustrated. 
No  tools  are  necessary.  Filters  are 
changeable  in  a  few  seconds  time. 


After  the  color  control  filter  is  selected 
and  put  in  place,  a  small  percentage 
of  the  light  from  the  lamps  passes 
through  this  filter  and  projects  the 
color  of  it  to  the  outer  surface  of  the 
fixture. 

(Red  color  control  filter  used) 


Thus  the  outside  appearance  of  the 
fixture  is  changed  from  the  natural 
finish  to  any  of  the  colors  illustrated 
here.  .  .  .  Plus  a  chromatic  filter  (not 
illustrated)  which  is  a  combination  of 
these  four  colors  into  one  filter. 

(Amber  color  control  filter  used) 


The  coloring  on  the  surface  of  the  fix¬ 
ture  appears  only  when  the  fixture  is 
lighted  .  .  .  unlighted  the  fixture  re¬ 
mains  in  its  natural  f.nish. 

(Green  color  control  filter  used) 


At  no  time  does  this  color  control  fea¬ 
ture  affect  the  function  of  Muralier  fix¬ 
tures  as  illumination  producing  units. 
The  room  lighting  is  never  affected  by 
the  color  from  the  filters,  the  action  of 
this  feature  is  all  confined  to  the  fix¬ 
ture  only. 

(Blue  color  control  filter  used) 


No.  1411 


No.  1411-2 

No.  1411  151/2''  Dia.  36"  O.  A.  2  Lights  300W 

No.  1411-2  20"  Dia.  38"  O.  A.  2  Lights  400W 

Finishes:  Ivory  and  Gold,  Silvertint,  Goldtint. 

Luminous  Bowl.  Crystal  Glass  Column. 

LIST  PRICE  No.  1411  $13.50. 

No.  1411-2  $16.80. 

Color  Filters:  8500  Red,  8501  Amber,  8502  Green,  8503  Blue. 

LIST  PRICE  $1.59  EACH. 

8517  Chromatic. 

LIST  PRICE  $3.18  EACH. 


The  Art  Metal  Co. 
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CHANGEABLE  COLOR  CONTROL 


TRADE  MARK  REQ.  U.  *.  PAT.  OFFICE 


The  Muralier  Vogue 

No.  1735  15 Vi"  Dia.  36"  O.  A.  2  Lights  300W. 

Finishes:  Ivory  and  Gold,  Silvertint,  Goldtint. 

Luminous  Bowl.  Crystal  Glass  Column. 

LIST  PRICE  S10.50. 


Room  Illumination 
with  Muralier 
Is  Always  White 

The  unique  perform¬ 
ance  of  Muralier  offers 
fascinating  decorative 
possibilities  that  allow 
a  refreshing  change  in 
home  decoration  at  will 
.  .  in  colors  that  fit  the 
mode  of  the  day. 

All  fixtures  illustrated 
in  this  catalog  bearing 
"Muralier"  have  this 
feature  of  "Changeable 
Color  for  Decoration." 
Muralier  creations  are 
fully  protected  by  pat¬ 
ents. 


The  Muralier  Formal 

No.  1987  1514"  Dia.  36"  O.  A.  2  Lights  300W. 
No.  1988  20"  Dia.  38"  O.  A.  2  Lights  400W. 

Luminous  Louvres,  Crystal  Glass  Column,  Stars  and  Ball. 
Finishes:  Ivory  and  Gold,  Silvertint. 

T  1ST  PRICE  No.  '987  $19.50. 

LIST  PRICE  No.  1988  $34.50. 


The  Muralier  Tiara 

No.  1957  15  V4"  Dia.  36"  O.  A.  1  Light  200W. 

Finishes:  Ivory  and  Gold,  Silvertint. 

Luminous  Bowl. 

LIST  PRICE  $13.50. 


The  Muralier  Princess 

No.  141  ICS  151/2"  Dia.  36"  O.  A.  2  Lights  300 W. 
Finishes:  Ivory  and  Gold,  Silvertint,  Goldtint. 

Crystal  Glass  Stars  and  Column. 

LIST  PRICE  $17.70. 
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The  Tiffany 

No.  1966  16"  Dia.  30"  O.A.  2  Lights  300W. 

Finishes:  Empire  White  and  Gold,  Silvertint. 

Crystal  Glass  Column,  Luminous  Louvres,  Decorated 
White  and  Crystal  Pebbled  Glass  Convex  Dish,  Sec¬ 
tional  Stem  Pendant.  LIST  PRICE  SI 5.30. 


The  Standish 

No.  1961  16"  Dia.  30"  O.A.  2  Lights  300W. 

Finishes:  Empire  White  and  Gold,  Colonial  Brass 
and  Satin  Bronze. 

Crystal  Glass  Column,  Decorated  White  and  Crystal 
Ppbbled  Glass  Bottom,  Sectional  Stem  Pendant. 

LIST  PRICE  S19.65. 


The  Trinity 

No.  1967  16"  Dia.  12"  O.  A.  2  Lights  300W. 

Finishes:  Empire  White  and  Gold,  Silvertint. 

Luminous  Louvres,  Decorated  White  and  Crystal 
Pebbled  Glass  Convex  Dish.  Crystal  Gloss  Column. 

LIST  PRICE  $13.20. 


No.  1983  14"  Dia.  41/2”  O.  A.  3  Lights 

180W. 

Finishes:  Colonial  Brass  and  Creme. 

Luminous  Drum,  Decorated  White  and 
Crystal  Pebbled  Convex  Glass,  Metal 
Gallery. 

LIST  PRICE  $12.30. 


The  Waverley 

No.  1962  16"  Dia.  MW  O.  A.  2  Lights  300W 

Finishes:  Empire  White  and  Gold,  Colonial  Brass 
and  Satin  Bronze. 

Decorated  White  and  Crystal  Pebbled  Glass. 

LIST  PRICE  $17.55. 


The  sectional  stem  pendant  is  divided  into  a  6  inch  and  a  12  inch  length,  threaded  both  ends,  inter¬ 
changeable  so  that  either  length  can  be  removed  or  added  to  shorten  or  lengthen  the  fixture  as  desired. 


The  Art  Metal  Co. 
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The  Georgian 

No.  2495  I6V2"  Dia.  ll"O.A.  2  Lights  300W. 

Finishes:  Silvertint,  Empire  White  and  Silver,  Ivory 
and  Gold. 

Luminous  Body. 

Glass:  White  and  Crystal  Bottom — Crystal  Stars  and 
Column. 

LIST  PRICE:  $22.50. 


The  Regent  Mayfair 

A  pleasing  design  is  embossed  in  the  Ivory  Glass 
Bottom  Plate.  Crystal  Glass  Cclum-i.  Luminous  Bowl. 
No.  1420  15V2"  Dia.  36"  O.  A.  2  Lights  300W. 

Finishes:  Ivory  and  Gold,  Silvertint,  Goldtint. 

LIST  PRICE  $13.50. 


The  Georgian 

No.  1908  I6V2"  Dia.  36"  O.  A.  2  Lights  300W. 

Finishes:  Silvertint,  Empire  White  and  Silver,  Ivory 
and  Gold. 

White  and  Crystal  Glass  Bottom,  Crystal  Glass  Stars, 
Luminous  Bowl. 

LiST  PRICE  $22.50. 
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The  Vernon 

No.  2496  16"  Dia.  36"  O.A.  3  Lights  180W. 

3-Way  Switch  Control. 

Finish:  Colonial  Brass. 

Glass:  Two-tone  Ivory — Embossed  Decoration. 

LIST  PRICE  $11.55. 


No.  1998  12"  Dia.  Band  8"  Dia.  Glass 

AVi"  O.  A.  2  Lights  80W. 
Finishes:  Colonial  Brass,  Polished 
Chromtint,  Glass  White. 


LIST  PRICE  $5.25. 


No.  1923  11  Vi"  Dia.  13"  O.  A.  150W. 
Finishes:  Ivory  and  Gold,  Silvertint, 
Goldtint. 


Bowl,  Luminous  Louvres,  Metal 
Bottom. 

LIST  PRICE  $10.50. 


The  Vernon 

No.  2497  16"  Dia.  \2l/z"  O.A.  3  Lights  180W. 

3-Way  Switch  Control. 

Finish:  Ivory  and  Gold. 

Glass:  Two-tone  Ivory — Embossed  Decoration. 

LIST  PRICE  $11.55. 


The  Aureole 

No.  1919  151/2"  Dia.  36"  O.  A.  1  Light  150-200W. 

Finishes:  Ivory  and  Gold,  Silvertint,  Goldtint. 

Crystal  Decoration  and  Cast  Loop  on  Pendant  .  .  . 
Bowl,  Luminous  Louvres,  Metal  Bottom. 

LIST  PRICE  $12.90. 


The  Art  Metal  Co. 
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The  Minuet 

No.  1986  16"  Diet.  36"  O.  A.  2  Lights  300W 

Finishes:  Colonial  Brass  and  Creme,  Silvertint. 

Crystal  Glass  Stars  and  Ball,  Luminous  Filigree. 

LIST  PRICE  $14.85. 


No.  1772 

Luminous  Glass  Stars  and  Filigreed 
Banding  Decoration. 

9"  Dia.  41/2"  Ex.  5"  O.  A.  100W. 
Finishes:  Ivory  and  Gold,  Silvertint, 
Goldtint,  Empire  White 
and  Silver,  Colonial  Brass 
and  Creme. 

LIST  PRICE  S6.00. 


The  Cameo 

No.  1991  16”  Dia.  12"  Dia.  Glass  5"  O.  A. 

3  Lights  225W. 

Finishes:  Colonial  Brass,  Polished  Chromtint. 

Glass  Bowl  White  with  Crystal  Line  Decoration 
LIST  PRICE  $11.70. 


The  Art  Metal  Co. 


The  Winfield 


No.  1892  16”  Dia.  36"  O.  A.  2  Lights  300W. 

White  Glass  Bottom,  Etched  Glass  Panels,  Crystal 
Glass  Column  and  Stars. 

Finishes:  Ivory  and  Gold,  Empire  White  and  Silver, 
Silvertint. 

LIST  PRICE  $18.00. 
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No.  1007 

11%"  Dia.  30"  O.A.  1-Lt.  75  watts 
Fluted  glass  bowl 
FINISH:  Colonial  Brass,  with  metal 
shade  in  Ant.  Ivory. 

LIST  PRICE  S6.90. 


No.  2498  Width  8"  13"  O.A. 

1-60W 

Finish:  Colonial  Brass. 

Glass:  Fluted  Shade. 

LIST  PRICE:  S5.85. 


No.  1014 

1 2  V2"  Dia.  30"  O.A.  1-Lt.  100  watts 

6"  Plastic  reflector  embossed  decoration 
FINISHES:  Colonial  Brass,  Ant.  Ivory 
shade. 

Colonial  Brass,  Pewter  shade. 

LIST  PRICE  $6.90. 


No.  1008 

Extends  6 %"  Width,  Wallplate  5W' 
Fluted  glass  shade 
Turn  switch  control 

FINISH:  Colonial  Brass  and  Ant.  Ivory. 

LIST  PRICE  $2.85. 


No.  1002 

Width  17"  36"  O.A.  3-Lis.  3-60  watts 

Fluted  glass  shades 
Switch  controlled 

FINISH:  Colonial  Brass  and  Ant.  Ivory. 

LIST  PRICE  $8.10. 


No.  1004 

Width  17”  19"  O.A.  3-Lts.  3-60  watts 

Fluted  glass  shades 

FINISH:  Colonial  Brass  and  Ant.  Ivory. 

LIST  PRICE  S7.50. 


The  Art  Metal  Co. 
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No.  1037 

14"  Dia.  36"  O.A.  1-Lt.  150  watts 

8"  I.E.S.  glass  reflector 
Switch  control 
Metal  shade,  white  inside 
FINISHES:  Colonial  Brass,  with  Red  shade 
Colonial  Brass,  with  Satin  Pewter  shade 
LIST  PRICE  $13.50. 


No.  1036 


16"  Dia.  36"  O.A.  100-200-300  watts 
3-Way  Mogul  Socket — Switch  controlled. 
Metal  shade — white  inside 
10"  I.E.S.  glass  reflector 
FINISHES:  Colonial  Brass,  with  Red  shade 
Colonial  Brass,  with  Satin  Pewter  shade 
LIST  PRICE  $19.50. 


Width  19"  19"  O.A.  5-Lts.  5-60  watts 

Fluted  glass  shades 

FINISH:  Colonial  Brass  and  Ant.  Ivory. 

LIST  PRICE  $9.90. 


Width  19"  36"  O.A.  5-Lts.;  5-60  watts 

Fluted  glass  shades 
3-Way  switch  control 
FINISH:  Colonial  Brass  and  Ant.  Ivory. 

LIST  PRICE  $10.50. 
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The  Art  Metal  Co. 


The  Lumilier 

No.  1824N  15W'  Dia.  36"  O.  A.  2  Lights  300W. 

Finishes:  Ivory  and  Gold,  Silvertint,  Goldtint. 

Lumite  Glass  Bottom,  Luminous  Bowl. 

LIST  PRICE  S1S.00. 


The  Adam 

No.  1784  151/4 "  Dia.  36"  O.  A.  2  Lights  300W. 

Finishes:  Ivory  and  Gold,  Silvertint,  Goldtint. 

Clear  Crystal  Glass  Decorative  Column. 

LIST  PRICE  S8.85. 


No.  1977  12"  Dia.  ll"O.A.  150W. 
Finish:  Ivory  and  Gold. 

Glass  Bowl,  Ivory  with  Rose  Tinted 
Flower  Design. 

LIST  PRICE  S6.45. 


No.  1976  12"  Dia.  24"  O.  A.  1S0W. 

Finish:  Ivory  and  Gold. 

Glass  Bowl,  Ivory  with  Rose  Tinted 
Flower  Design. 

LIST  PRICE  S7.80. 


No.  1010 


12"  Dia.  11”  O.A.  100  watts 
Decorative  glass  bowl  in  Whitetone 
FINISH:  Ivory 
LIST  PRICE  S2.10. 


The  Art  Metal  Co. 
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The  Canfield 

No.  2510  151/2"  Dia.  36"  O.A.  200W. 

Finishes:  Ivory  and  Gold,  Silvertint,  Goldtint. 
Luminous  Bowl:  Etched  Glass  Bottom. 

LIST  PRICE  S6.60. 


The  Imperial 

No.  1989  16"  Dia.  30"  O.A.  2  Lights  300W. 

Finishes:  Colonial  Brass  and  Satin  Bronze,  Silvertint. 

Luminous  Bottom,  Sectional  Stem  Pendant. 

LIST  PRICE  SI 9.80. 


a 


No.  1982  10"  Dia.  10"  O.  A.  150W. 

Finish:  Ivory  and  Gold. 

Glass  Bowl,  Rosetint,  Green,  Orchid  or 
Honey  with  Crystal  Bottom. 

LIST  PRICE  $1.80. 


No.  1996  12"  Dia.  24"  O.  A.  150W. 

Finish:  Ivory  and  Gold. 

Ivory  Glass  with  Blue  or  Pink  Tinted 
Border. 

LIST  PRICE  $9.90. 

No.  1896  Same  as  Above  Excepting 
Glass  Bowl  in  Gold  Line 
Decoration  Only. 

LIST  PRICE  S9.90. 


No.  1997  12"  Dia.  12"  O.  A.  150W. 

Finish:  Ivory  and  Gold. 

Ivory  Glass  Bowl  with  Blue  or  Pink 
Tinted  Border. 

LIST  PRICE  $9.00. 

No.  1887  Same  as  Above  Excepting 
Glass  Bowl  in  Gold  Line 
Decoration  Only. 

LIST  PRICE  $9.00. 
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The  Art  Metal  Co. 


The  Lennox 

No.  1901  151/2 "  Dia.  36"  O.  A.  2  Lights  200W. 

Finishes:  Ivory  and  Gold,  Silvertint. 

White  and  Crystal  Glass  Bottom,  Luminous  Bowl, 
Crystal  Glass  Column. 

LIST  PRICE  $14.85. 


The  Diana 

No.  1734  15W'  Dia.  36"  O.  A.  2  Lights  300W. 

Finishes:  Ivory  and  Gold,  Silvertint,  Goldtint. 

Decorative  White  Glass  Bottom,  Clear  Crystal  Glass 
Decorative  Column.  Luminous  Bowl. 

LIST  PRICE  $11.70. 


No.  1980  13"  Dia.  12"  O.  A.  150W. 

F  inishes:  Colonial  Brass  and  Creme, 
Colonial  Brass  and  Silver. 

Luminous  Banding,  Decorative  White 
Glass  Bottom.  Crystal  Glass  Ball. 

LIST  PRICE  $9.90. 


No.  1933  14"  Dia.  AVz"  O.A.  3  Lights 
180W. 

Finishes:  Colonial  Brass  and  Creme. 

Luminous  Drum,  Decorated  White  and 
Crystal  Pebbled  Convex  Glass,  Metal 
Gallery. 

LIST  PRICE  S12.30. 


No.  1974  13"  Dia.  24"  O.  A.  150W. 

Finishes:  Colonial  Brass  and  Creme, 
Colonial  Brass  and  Silver. 

Metal  Bowl  with  Decorative  White 
Glass  Bottom,  Metal  Gallery. 

LIST  PRICE  $10.80. 


The  Art  Metal  Co. 
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The  Debutante 

No.  1705  151/2"  Dia.  36"  O.  A.  2  Lights  300W 

Finishes:  Ivory  and  Gold,  Empire  White  and  Silver. 

LIST  PRICE  $14.85. 


No.  1485  14"  Dia.  24"  O.  A.  150W. 

Finishes:  Silvertint,  Ivory  and  Gold, 
Goldtint. 

Luminous  Bowl. 

LIST  PRICE  $7.80. 


No.  1708  131/2"  Dia.  24"  O.  A.  150W. 
Finishes:  Ivory  and  Gold,  Silvertint. 

Luminous  Bowl. 

LIST  PRICE  $8.70. 


No.  1709  131/2"  Dia.  1 31/4"  O.  A. 

150W. 

Finishes:  Ivory  and  Gold,  Silvertint, 
Goldtint. 

Luminous  Bowl. 

LIST  PRICE  $7.50. 


No.  1406  IO1/2"  Dia.  13 V2"  O.  A. 

150W. 

Finishes:  Ivory  and  Gold,  Silvertint, 
Goldtint. 

Luminous  Bowl. 

LIST  PRICE  $5.85. 
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The  Art  Metal  Co. 


The  Norfolk 

No.  1963  15V2"  Dia.  36"  O.  A.  1  Light  200W. 

Finishes:  Ivory  and  Gold,  Silvertint,  Goldtint. 

White  and  Crystal  Glass  Bottom,  Luminous  Louvres. 
LIST  PRICE  $14.25. 


The  Pearl 

No.  1969  1 5 Vi"  Dia.  36"  O.  A.  2  Lights  200W. 

Finishes:  Ivory  and  Gold,  Silvertint,  Goldtint. 

Luminous  Bowl,  Etched  Glass  Bottom. 

LIST  PRICE  S8.85. 


No.  1971  14"  Dia.  12"  O.  A.  150W. 

Finishes:  Ivory  and  Gold,  Silvertint, 
Goldtint. 

Luminous  Louvres,  Decorative  White 
Glass  Bottom,  Crystal  Glass  Ball. 

LIST  PRICE  $10.50. 


No.  1970  14"  Dia.  24"  O.  A.  150W. 

Finishes:  Ivory  and  Gold,  Silvertint, 
Goldtint. 

Luminous  Louvres,  Decorative  White 
Glass  Bottom. 

LIST  PRICE  $11.85. 


No.  1714  Bowl:  Ivory  Glass. 

Fixture:  Ivory  and  Gold. 

LIST  PRICE  $5.85. 

No.  1714W  Bowl:  White  Glass. 

Fixture:  Silvertint. 

11%"  Dia.  12"  O.  A.  150W. 

Luminous  Glass  Bowl. 

LIST  PRICE  $4.95. 


The  Art  Metal  Co. 
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POCKETS  AND 


No.  2404 

71/2”  Did.  8"  Ex.  63A"  O.  A.  75W. 

Finishes:  Empire  White  and  Gold, 
Silvertint,  Goldtint,  Ivory 
and  Gold. 

LIST  PRICE  S3.75. 


Luminous  Glass  Stars  and  Filigreed 
Banding  Decoration. 


9"  Dia.  414"  Ex.  5"  O.A.  100W. 
Finishes:  Ivory  and  Gold,  Silvertint, 
Goldtint,  Empire  White 
and  Silver,  Colonial  Brass 
and  Creme. 

LIST  PRICE  $6.00. 


Finishes:  Ivory  and  Gold,  Goldtint, 
Polished  Chromium. 

LIST  PRICE  $6.60. 


BRACKETS  FOR  WALL  MOUNTING 


No.  1898 

Luminous  Bowl,  Crystal  Glass  Stars, 
Opal  Glass  Bottom. 

9"  Dia.  4"  Ex.  4"  O.A.  60W. 
Finishes:  Ivory  and  Gold,  Goldtint, 
Silvertint,  Empire  White 
and  Silver. 

LIST  PRICE  $5.85. 


No.  1493 

Luminous  Louvres,  Opal  Glass 
Bottom. 

914"  Dia.  Ex.  4%"  3%"  O.A.  60W. 
Finishes:  Ivory  and  Gold,  Silvertint, 
Goldtint,  Ivory  and  Silver. 

LIST  PRICE  $5.85. 


1.  1718 
Opal  Glass  Bottom. 

914"  Dia.  Ex.  414 "  314"  O.  A.  60V/. 
Finishes:  Ivory  and  Gold,  Goldtint, 
Silvertint,  Empire  White 
and  Silver. 

LIST  PRICE  $4.80. 


No.  2499  Ext.  714"  63A"  O.A.  1-75W 
Finishes:  Empire  White  and  Gold, 
Silvertint,  Goldtint,  Ivory 
and  Gold. 

Glass:  7"  Creme  Color. 

LIST  PRICE:  $5.85. 


No.  1894 

Luminous  Louvres. 

514"  Dia.  614"  Ex.  7"  O.  A.  100W. 
Finishes:  Ivory  and  Gold,  Silvertint. 

LIST  PRICE  $5.40. 


No.  1719 

Luminous  Glass  Star  Decoration, 
Opal  Glass  Bottom. 

914"  Dia.  Ex.  414"  314"  O.  A.  60W. 
Finishes:  Ivory  and  Gold,  Goldtint, 
Silvertint,  Empire  White 
and  Silver. 

LIST  PRICE  $5.40. 


No.  1402A 

Muralier  Wall  Pocket. 

9"  Dia.  8 14"  O.  A.  Ex.  4"  60W. 

Finishes:  Silvertint,  Ivory  and  Gold, 
Goldtint. 

LIST  PRICE  $10.95. 

Color  Filters:  8518  Red,  8519  Amber 
8520  Green,  8521  Blue. 

LIST  PRICE  $1.26  EACH. 
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The  Art  Metal  Co. 


No.  1771  13"  Dia.  24"  O.  A.  150W. 

Finishes:  Chromtint,  Ivory  and  Gold, 
Durocreme  and  Silver. 

Opal  Glass  Bottom  Plate.  Luminous 
Bowl. 

LIST  PRICE  $7.95. 


No.  1800  10"  Dia.  9%"  O.A.  150W. 
Finish:  Ivory  and  Gold. 

Ivory  Plastic  Bottom.  Luminous  Bowl. 
LIST  PRICE  S4.95. 


No.  1844  lO3/*"  Dia.  10"  O.  A.  100W. 
f  inishes:  Ivory  and  Gold,  Silvertint. 

Translucent  Plastic  Bottom  Plate. 

LIST  PRICE  $2.85. 


No.  1938  12"  Dia.  24"  O.  A.  150W. 

Finishes:  Ivory  and  Gold,  Silvertint. 

Luminous  Bowl. 

LIST  PRICE  $6.15. 


No.  1843  12"  Dia.  10"  O.  A.  150W. 

Finishes:  Ivory  and  Gold,  Silvertint. 

Luminous  Bowl. 

LIST  PRICE  $4.35. 


No.  1743  13"  Dia.  12”  O.  A.  150W. 

Finishes:  Ivory  and  Gold,  Silvertint, 
Goldtint. 

Luminous  Bowl. 

LIST  PRICE  $6.00. 


No.  1881  12"  Dia.  24"  O.  A.  150W. 

Finish:  Ivory  and  Gold. 

Textolite  Bowl  with  Embossed 
Decoration. 

LIST  PRICE  $7.50. 


No.  1829A  12"  Dia.  10"  O.  A.  150W. 
Finishes:  Ivory  and  Gold,  Silvertint 

Textolite  Bowl  with  Embossed 
Decoration. 

LIST  PRICE  $4.65. 


No.  1845  103/4"  Dia.  10"  O.  A.  100W. 
Finishes:  Ivory  and  Gold,  Silvertint. 

Star  Design  Crystal  Glass  Bottom. 

LIST  PRICE  $2.85. 


The  Art  Metal  Co. 
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No. 1742  6V2"  Dia.  8V2"  O.  A.  100W. 
Finishes:  Goldtint,  Ivory  and  Gold. 

LIST  PRICE  $3.00. 


List 

No. 

Price 

1738A 

8V2"  Dia.  2  Lts. 

2-  40W 

$3.75 

1739A 

10  Vi"  Dia.  2  Lts. 

2-100W 

5.40 

1808A 

I2V2"  Dia.  2  Lts. 

2-100W 

8.25 

1809A 

14  Vi"  Dia.  3  Lts. 

3-100W 

10.50 

Finish: 

Band  Polished 

Goldtint. 

Chromtint 

or 

White 

Opal  Glass. 

No.  1797  11"  Dia.  10"  O.  A.  150W. 

Finish:  Ivory  and  Gold. 

Sun  Gold  Glass  Bottom. 

LIST  PRICE  $3.60. 


No.  1998  12"  Dia.  Band  8''  Dia.  Glass 

4V2"  O.A.  2  Lights  80 W. 
Finishes:  Colonial  Brass,  Polished 
Chromtint,  Glass  White. 

LIST  PRICE  $5.25. 


No.  1895  7"  Dia.  10"  O.  A.  100W. 
Finish:  Ivory  and  Gold. 

White  Glass  BowL 
LIST  PRICE  $3.15. 


No.  1798  9%"  Dia.  8  Vi"  O.  A.  100W. 
Finish:  Ivory  and  Gold. 

LIST  PRICE  $3.60. 


No.  1028 

9”  Square  3  V2"  Deep  2-Lt.  2-40  watts 
Crystal  moss  glass  panels 
FINISHES:  Ivory 

Outdoor  Black 

LIST  PRICE  $3.90. 


No.  1842 A  Adapter  Type  Reflector 

103/4"  Dia.  6V2"  O.A.  150W. 

Amlux  Interior  Gray  Exterior 

LIST  PRICE  $1.80. 
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BUILT-IN  LIGHTING 


Plate 

No.  Lamps  Size  Face  Plate 
457EA  1-  300W  12"  15%"  x  15%" 
478EA  1— 150W  8"  ll%"xll%" 

Standard  Finish:  Satin  Aluminum. 
Reflector:  Specular  Aluminum. 
Architectural  Glass  Plate. 


List  Pr. 
List  Chrome 

Insert  Size  Price  Front 
1 3%"  x  133A"  x  714"  $28.80  $33.66 
101/4 "  x  101/4"  x  5"  19.50  23.55 


No. 

657A 

678A 


No. 

657A 

678A 


Lamp  Plate  Size 

300W  12" 

150W  8" 


Insert  Size 

103/4"x  13%"  x  71/4" 
10  Vi"  x  IOI/4"  x  5" 


Face  Plate 
15%"  x  15%" 
ll%"x  11%" 
List  Pr. 
List  Chrome 
Price  Front 

$27.75  $32.61 

18.45  22.50 


No.  1925LA  Face  size  8%"  Dia.,  Insert 
size  71/2"  Dia.,  71/2"  Deep. 
Furnished  complete  with  3  Vi  " 
Outlet  Box  attached. 

Finish:  Face  polished  Chromtint;  Insert 
Housing  Black— Aluminum  In¬ 
side.  Parabolic  Reflector  Polish¬ 
ed  Aluminum.  Concentric  Metal 
Louvres  Matt  White — cut  off  45°. 

LIST  PRICE:  $8.25. 


Standard  Finish:  Satin  Aluminum. 
Reflector:  Specular  Aluminum. 

Architectural  Glass  Plate. 


STANDARD  SOFFITS 

List  Pr. 
Chrome 


No. 

Lamps  Face  Plate 

Insert  Size 

List  Price 

Front 

2505 

1— 75W 

12"  x  6" 

IOI/2"  x  AVz"  X 

5" 

$12.75 

$15.15 

2506 

2— 60W 

18"  x  6" 

I6V2"  x  41/2"  x  5" 

14.25 

17.25 

2507 

2 — 75  W 

18"  x  8" 

16  Vi"  x  6 1/2"  x 

5" 

16.50 

19.90 

Standard  Finish: 

Satin  Aluminum. 

Glass: 

Luxlite. 

No.  1925A  Face  size  8%"  Dia.,  Insert  size 
71/2"  Dia.,  71/2"  Deep.  Furnish¬ 
ed  complete  with  314"  Outlet 
Box  attached. 

Finish:  Face  polished  Chromtint;  Insert 
Housing  Black — Aluminum  In¬ 
side.  Parabolic  Reflector  Polish¬ 
ed  Aluminum.  Luxlite  Glass 
Plate. 

LIST  PRICE:  S8.25. 


Round  Soffit — Luxlite  Glass  Plate 
Front  screws  on. 

Front  finish  SATIN  NICKEL. 


Face 

Insert 

Insert 

List 

No.  Lights 

Size 

Size 

Depth 

Price 

1501 A 

1 

9"  Dia. 

71/2"  Dia. 

4" 

$10.50 

1502A 

2 

1 1"  Dia. 

9‘/2"  Dia. 

5" 

12.45 

1503A 

2 

13"  Dia. 

111/2"  Dia. 

5" 

14.25 

Square  Soffit— Luxlite  Glass  Plate 
Hinged  Fronts. 

Front  finish  SATIN  NICKEL. 


Face 

Insert 

Insert 

List 

No.  Lights  Size 

Size 

Depth 

Price 

1504A 

1 

8%"  Sq. 

7%"  Sq. 

5" 

SI  1.70 

1505A 

2 

10%"  Sq. 

914"  Sq. 

5" 

14.90 

1506A 

2 

12%"  Sq. 

1 1  >4"  Sq. 

514" 

17.70 

The  Art  Metal  Co, 
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KITCHEN  LIGHTING 


No.  1715A  13"  Dia.  12"  O.A.  150W. 

Finishes:  Chromtint,  Durocreme,  Duro- 
creme  and  Silver. 

White  Glass  Bottom,  Luminous  Bowl. 
LIST  PRICE  $5.85. 


No.  100A  Canopy  Dia.  5",  Fitter  21/4'', 
Glass  6",  White  Opal  Glass 
Shade — Open  Bottom. 

Finish:  Statuary  Bronze,  Pewter. 

LIST  PRICE:  $3.15. 

LIST  PRICE:  Chromium  $3.90. 


No.  1981  131/2"  Dia.  12"  O.  A.  150W. 

Finishes:  Chromtint,  Durocreme,  Duro¬ 
creme  and  Silver. 

Crystal  Glass  Lenslike  Bottom. 

LIST  PRICE  $5.85. 


No. 

Size 

Lamps 

List  Price 

1738A 

8  Vz".  Dia. 

2-  40W 

$  3.75 

1739A 

1 0  V2  Dia. 

2-100W 

5.40 

1808A 

12i/2"  Dia. 

2-100W 

8.25 

1809A 

I4V2"  Dia. 

3-1 00W 

10.50 

Finish: 

Band  Polished  Chromtint  or 

Goldtint. 

White  Opal  Glass. 


KITCHEN  WORKLITE 

No.  570A  21/2"  Wide,  9V4"  Long, 

60-watts  . $3.15 

Finish:  Ivory. 

An  all  metal  unit.  Furnished  with  7  ft. 
approved  extension  cord  and  wood 
screws.  For  attaching  to  walls  or  under 
cupboards.  Two  holes  are  provided  at 
the  top  as  well  as  on  one  side  for  at¬ 
taching. 
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BATHROOM  LIGHTING 


List 


No. 

1738A 

8V2"  Dia. 

2  Lts. 

2-  40W 

Price 

$3.75 

1739A 

IOV2"  Dia. 

2  Lts. 

2-100W 

5.40 

1808A 

121/2"  Dia. 

2  Lts. 

2-100W 

8.25 

1809A 

141/2"  Dia. 

3  Lts. 

3-1 00W 

10.50 

Finish:  Band  Polished  Chromtint  or 
Goldtint. 

White  Opal  Glass. 


No.  1744  Ext.  4 Vi"  Overall  7  Va" 
Backplate  4%"  Dia.  60W. 
Finish:  Chromium. 

Platinum  Banded  White  Glass. 
LIST  PRICE  S4.95. 


No.  1790  Glass  11"  x  33A"  Backplate  5"  Dia. 
Ex.  5"  Overall  5"  2-40W. 

LIST  PRICE  S7.50. 

No.  1911  Same  with  convenience  outlet. 

Finish:  Chromium,  Glass-White. 

LIST  PRICE  $8.25. 


No.  1023  List  Price — $4.80 
No.  1023  CO  with  convenience  outlet. 

LIST  PRICE  $5.10. 

Extends  6 Vi"  Wallplate  3 Vi  x  5 Vi" 
White  Glass  shade  4  Vi  x  6" 

Pull  chain  switch  control 
FINISH:  Chromium 


Vaporproof  Unit 

No.  201A  60-watt  unit — 9V4"  deep — 7Vi" 
diam.  Canopy — Wired  complete. 
Standard  Finishes:  Copper,  Black,  White, 
with  clear  glass  jar. 

LIST  PRICE  $9.00. 


No.  2400  Ex.  8Vi"  Overall  5" 
Backplate  3 Vi"  x  5”  BOW. 

LIST  PRICE  $4.50. 

No.  2406  Same  with  Convenience 
Outlet. 

Finish:  Chromium. 

Glass  White  with  Crystal  Glass 
Light  Control  Bottom. 

LIST  PRICE  $4.95. 


No.  100A  Canopy  Dia.  5",  Fitter  2  Vi", 
Glass  6",  White  Opal  Glass 
Shade — Open  Bottom. 

Finish:  Statuary  Bronze,  Pewter, 
Chromium. 

LIST  PRICE  $3.15. 

LIST  PRICE  Chromium  $3.90. 


No.  1999  Glass  11”  x  33A"  Backplate  3Vi"  x  5" 
Extends  5"  Overall  5"  2-40W. 

LIST  PRICE  $6.90. 

No.  2407  Same  with  Convenience  Outlet. 

Finish:  Chromium — Glass  White. 

LIST  PRICE  $7.20. 


No.  1022  List  Price  $3.30. 
No.  1024 

With  Convenience  Outlet 
LIST  PRICE  $3.75. 

Extends  5" 

Wallplate  3Vix5" 

Lined  white  glass  shade 
Turn  switch  control 
FINISH:  Chromium 
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FLUORESCENT  BRACKETS,  MIRROR  AND  WORK  LIGHTS 


List  Price 


Cat.  No. 

L.P.F. 

H.P.F. 

2432A 

$10.05 

$20.04 

2433A 

11.25 

21.24 

2432CA 

10.80 

20.79 

2433CA 

12.00 

21.99 

List  Price 


Cat.  No. 

L.P.F. 

H.P.F. 

2436A 

$28.80 

$38.79 

2437A 

30.45 

40.44 

2436CA 

29.55 

39.54 

2437CA 

31.20 

41.19 

SECTION 


Cat.  No. 

List  Price 
L.P.F'.  H.P.F. 

2434A 

$10.80 

$20.76 

2435A 

14.40 

24.39 

2434CA 

11.55 

21.54 

2435CA 

15.15 

25.14 

Cat.  No.  Mazda  F  Lamps  Length  Width 
2432A  1—18"— 15W  18"  3W 

2433A  1—  24"— 20W  24"  3V6" 

LESS  Pin  Switch  and  Convenience  Outlet 
2432CA  1— 18"— 15W  18"  3V6" 

2433CA  1— 24"— 20W  24"  316" 

WITH  Pin  Switch  and  Convenience  Outlet. 
Finish:  Polished  Chrome. 


Cat.  No.  Mazda  F  Lamps  Length  Width 
2436A  2— 18"— 30W  20"  514" 

2437 A  2— 24"— 40W  26"  &Vi" 

LESS  Pin  Switch  and  Convenience  Outlet 
2436C  2— 18"— 30W  20"  514" 

2437C  2— 24"— 40W  26"  6  Vi" 

WITH  Pin  Switch  and  Convenience  Outlet. 
Finish:  Polished  Chrome. 


Cat.  No.  Mazda  F  Lamps  Length  Width 
2434A  l_ 18"— 15W  20"  4" 

2435A  1— 24"— 20W  26"  4" 

LESS  Pin  Switch  and  Convenience  Outlet 
2434CA  1— 18"— 15W  20"  4" 

2435CA  1— 24"— 20W  26"  4" 

WITH  Pin  Switch  and  Convenience  Outlet. 
Finish:  Polished  Chrome. 


Cat.  No.  Madza  Lamps 
2438 A  2— 18"— 30W 

WITH  Pin  Switch. 

Finish:  Polished  Chrome. 
Reflector:  Matt  White. 


Size  List  Price 
4"x4"xl816"  $20.25 


List  Price 


No. 

Mazda  F  Lamp 

Size 

LPF 

HPF 

2439A 

1— 18"— 15W 

414"  x  4lA"  x  I8V2" 

$16.20 

$26.19 

2440A 

1_ 24"— 20W 

414"  x  4  W'  x  241/2" 

16.80 

26.79 

2441A 

1—  36"— 30W 

414"  x  414"  x  36  16" 

24.00 

33.99 

2442A 

1_ 48"— 40W 

414"  x  414"  x  4816" 

28.80 

38.79 

Finish: 

Satin  Aluminum. 

Reflector 

:  Matt  White. 

No. 

Mazda  F  Lamp 

Depth 

2447A 

1— 18"— 15W 

2%" 

2448A 

1— 24"— 20W 

25/s" 

2449A 

1— 36"— 30W 

2  s/s" 

2450A 

1— 48"— 40W 

2  s/s" 

Finish: 

Satin  Aluminum. 

List  Price 


Length 

Extends 

LPF 

HPF 

18  V2" 

416" 

$13.05 

$23.04 

24 16" 

4 16 

13.50 

23.49 

36 16" 

416" 

20.25 

30.24 

4816" 

416" 

22.05 

32.04 

Reflecting  Surface:  Matt  White. 
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FLUORESCENT  LIGHTING 


Section  (covering  No.  2417A)  showing  lamp  positions  and 
Tu-Lamp  ballasts.  Bottom  glass  panels  of  clear  crystal  fluted 
simulates  louvering  and  at  the  same  time  imparts  sparkle 
and  eye-appeal  with  low  surface  brightness. 


Unit  Length  List 

Mazda  F  Lamps  Unit  Size  Depth  O.A.  Price 

No.  2417A  4— 24"— 80W  17"  x  30"  3"  30”  $76.80 

Finishes:  Satin  Aluminum — Polished  Chrome  Trim. 

Satin  Gold — Polished  Gold  Trim. 

Glass:  Clear  Crystal  Fluted — Simulates  Louvering. 


No.  Mazda  F  Lamps  Unit  Size  Depth  O.A.  List  Price 

2503  4— 24"— 80W  18"  x  271/2"  4  Vi"  S82.80 

Finishes:  Satin  Aluminum — Polished  Chrome  Trim. 

Satin  Gold — Polished  Gold  Trim. 

Glass:  Clear  Crystal  Fluted — Simulates  Louvering — Glass  Removable 
for  Servicing. 


No.  Mazda  F  Lamps  Unit  Size  Depth  O.A.  List  Price 

2504  2— 48"— 80W  91/2,'x511/2"  41/2"  $71.45 

Finishes:  Satin  Aluminum — Polished  Chrome  Trim. 

Satin  Gold — -Polished  Gold  Trim. 

Glass:  Clear  Crystal  Fluted — Simulates  Louvering — Glass  Removable 
for  Servicing. 
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FLUORESCENT  LIGHTING 


No.  2429A 
No.  2430A 


Mazda  F  Lamps 
2— 24"— 40W 
2— 48"— 80W 


Ceiling  Plate  O.A 
814"  x  2b3A" 
814"  xA93A" 


Finishes:  Satin  Aluminum,  Satin  Gold. 
Reflectors:  Matt  White. 


Depth  O.A. 
3Vz" 
3W 


List  Price 

S34.50 

45.60 


Section  showing  lamp 
positions. 


Mazda  F  Lamps  Ceiling  Plate  O.A.  Depth  O.A.  List  Price 
No.  2501  4 — 24" — 80W  18"  x  271/2"  4V&"  $78.00 

Finishes:  Satin  Aluminum — Polished  Chrome  Trim. 

Satin  Gold — Polished  Gold  Trim. 

Reflecting  Surface:  Matt  White. 


Mazda  F  Lamps  Ceiling  Plate  O.A.  Depth  O.A.  List  Price 


No.  2502  2 — 48" — 80W  91/2,'x511/2"  41/2' 

Finishes:  Satin  Aluminum— Polished  Chrome  Trim. 

Satin  Gold — Polished  Gold  Trim. 

Reflecting  Surface:  Matt  White. 

'  $66.65 

Cat.  No. 

2457A 

2458A 

2459A 

2460A 

Mazda  F  Lamps 

1— 18"— 15W 

1— 24"— 20W 

1 — 36" — 30W 

1— 48"— 40W 

UNIT  WIRING 

Wirewcry 

Dimen. 

13/4"  x2V4" 
13/4"  x  2  W 
P/4"  X  21/2" 
13/4"  X  21/2" 

CHANNELS 

Length 

19" 

25" 

37" 

49" 

List  Price 

LPF 

$  8.85 

8.85 

16.05 

16.05 

List 

Price 

HPF 

$18.84 

18.84 

26.04 

26.04 

.  No. 


Mazda  F  Lamps 
1— 18"—  15W 
1— 24"— 20W 
1 — 36" — 30W 
1 — 48" — 40W 


Height  O.A. 

Width 

Length 

41/2" 

21/2" 

19" 

4  V2" 

2  V2" 

25" 

41/2" 

21/2" 

37" 

4V4" 

2Vz" 

49" 

List 

Price 

LPF 

$10.80 

10.80 

18.15 

18.15 


Unit  Wiring  Channels  are  adaptable  unaer  uupDoaras  ior  b-huicu 

Lighting  of  Curtains.  Drapes  or  Venetian  Blinds,  and  for  Indirect  Troughs  or  Continuous  Coves 


List 

Price 

HPF 

$20.79 

20.79 

28.14 

28.14 
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EXTERIOR  LIGHTING 


No.  24U3  4j/4"  Dia.  BacJcpiate,  Ex.  7" 

6"  Dia.  Body  60W. 

Finish:  Oxidized  Copper. 

LIST  PRICE  S3. 90. 


No.  1885  Extends  8V2"  Backplate  5"  Dia.  Overall  13"  Total  Spread  36" 

60W  Body  5  Vi"  sq. 

Finish:  Old  Copper.  Amber  Seedy  Glass  Panels. 

LIST  PRICE  S29.70. 


No.  1029 

Extends  81/2,'-101/2"  O.A.  60  watts 
Crystal  moss  glass  panels 
FINISH:  Outdoor  Black 

LIST  PRICE  $3.75. 


Bracket  Type 

No.  1886  Extends  6 3A"  Backplate  5”  Dia. 
Overall  8 Vi"  40W  Body  4  Vi"  sq. 

Finish:  Old  Copper. 

Amber  Seedy  Glass  Panels. 

LIST  PRICE  $15.30. 


No.  1030 


Width  7"  9  Vi"  O.A.  60  watts 

Crystal  moss  glass  panels 
FINISH:  Outdoor  Black 

LIST  PRICE  $3.75. 


Bracket 


No.  1753 

Extends  7  Vi”  Backplate  4S/s 
Overall  8%"  60 W. 

Finish:  Oxidized  Copper 
LIST  PRICE  S4.05. 


No.  1749 

W  Dia.  Canopy  9W  O.  A 
I00W  60W. 

Finish:  Oxidized  Copper 
LIST  PRICE  $3.90 


No.  1912  Garagelite 

Extends  12"  9 Vi"  Dia.  914"  O  A 

Finish:  Natural  Copper. 

Inside  Aluminized. 

LIST  PRICE  $4.95. 
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INDEX 


ALL  EQUIPMENT  LISTED  IN  THIS  CATALOG  IS  APPROVED  BY  THE  UNDER¬ 
WRITERS'  LABORATORIES.  INC..  AND  IS  LABELED  AS  EVIDENCE  THEREOF. 


Cat.  No. 

Page 

Code 

Cat.  No. 

Page 

Code 

Cat.  No, 

Page 

Code 

100A 

27-28 

EAFUSA 

1809A 

25-27-28 

GOASA 

2403 

32 

JABU 

201A 

28 

EANITA 

1824N 

18 

HACA 

2404 

23 

JABY 

457EA 

26 

LABMA 

1825N 

6 

HACB 

2405 

4 

JABW 

478EA 

26 

LACFA 

1829A 

24 

HAFA 

2406 

28 

JABX 

570A 

27 

LADCA 

1842A 

25 

HABLA 

2407 

28 

JABY 

657A 

26 

LADPA 

1843 

24 

HACD 

2417A 

30 

JACMA 

678A 

26 

LADS  A 

1844 

24 

HACE 

2429A 

31 

JACYA 

1001 

17 

KABA 

1845 

24 

HACF 

2430A 

31 

JACZA 

1002 

16 

KABC 

1876 

8 

HACI 

2432A 

29 

JABDA 

1003 

17 

KABD 

1877 

8 

HACJ 

2432CA 

29 

JAFEA 

1004 

16 

KABE 

1878 

8 

HACK 

2433A 

29 

JADCA 

1007 

16 

KABF 

1879 

7 

HACL 

2433CA 

29 

JAFGA 

1008 

16 

KABG 

1881 

24 

HACM 

2434A 

29 

JADEA 

1010 

18 

KABH 

1885 

32 

HACQ 

2434CA 

29 

JAFHA 

1014 

16 

KABI 

1886 

32 

HACR 

2435A 

29 

JADFA 

1022 

28 

KABJ 

1887 

19 

HACS 

2435CA 

29 

JAFIA 

1023 

28 

KABK 

1891 

2 

HACT 

2436A 

29 

JADGA 

1023CO 

28 

KABL 

1892 

15 

HACU 

2436CA 

29 

JAFJA 

1024 

28 

KABM 

1894 

23 

HACW 

2437A 

29 

JADHA 

1028 

25 

KABN 

1895 

25 

HACX 

2437CA 

29 

JAFKA 

1029 

32 

KABO 

1896 

19 

HACY 

2438A 

29 

JADIA 

1030 

32 

KABP 

1898 

7-23 

HADA 

2439A 

29 

JADJA 

1036 

17 

KABQ 

1899 

9 

HADB 

2440A 

29 

JADKA 

1037 

17 

KABR 

1901 

20 

HADC 

2441A 

29 

JADLA 

1401 

23 

CEDIN 

1908 

13 

HADK 

2442A 

29 

JAD 

1402A 

23 

AYBAZA 

1909 

6 

HADL 

2447A 

29 

JADRA 

1406 

21 

DOLDRUM 

1910 

6 

HADM 

2448A 

29 

JADSA 

1411 

10 

AYBED 

1911 

28 

HADN 

2449A 

29 

JADTA 

141  ICS 

11 

CEFRY 

1912 

32 

HADO 

2450A 

29 

JADUA 

1411-2 

10 

AYBON 

1916 

8 

HADQ 

2457A 

,31 

JAEBA 

1420 

13 

BACDE 

1919 

14 

HADT 

2458A 

31 

JAECA 

1485 

21 

DODDER 

1923 

14 

HADX 

2459A 

31 

JAEDA 

1489 

2 

DEDA 

1925A 

26 

HAFGA 

2460A 

31 

JAEFA 

1493 

2-23 

BOANT 

1925LA 

26 

HAFIA 

2462A 

31 

JAEHA 

1501A 

26 

ELEMA 

1938 

24 

HAEM 

2463A 

31 

JAEIA 

1502A 

26 

ELFORA 

1957 

11 

HAFN 

2464A 

31 

JAEJA 

1503A 

26 

ELGINA 

1961 

12 

HAFR 

2465A 

31 

JAEKA 

1504A 

26 

ELHITA 

1962 

12 

HAFS 

2487 

5 

JAFH 

1505A 

26 

ELITEA 

1963 

22 

HAFT 

2488 

5 

JAFI 

1506A 

26 

ELKARA 

1964 

4 

HAFU 

2489 

5 

JAFJ 

1705 

21 

CEILA 

1965 

4 

HAFV 

2490 

5 

JAFK 

1708 

21 

CODIF 

1966 

12 

HAFW 

2491 

6 

JAFL 

1709 

21 

COFAR 

1967 

12 

HAFX 

2492 

6 

JAFM 

1714 

22 

CUMIT 

1969 

22 

HAFZ 

2493 

9 

JAFN 

1714W 

22 

CUMLO 

1970 

22 

IABA 

2494 

9 

JAFO 

1715A 

27 

CURABA 

1971 

22 

IABC 

2495 

13 

JAFP 

1718 

23 

CUREV 

1974 

20 

IABF 

2496 

14 

JAFO 

1719 

23 

CURWA 

1975 

4 

IABG 

2497 

14 

JAFR 

1734 

20 

EMCO 

1976 

18 

IABH 

2498 

16 

JAFS 

1735 

11 

EMCY 

1977 

18 

IABI 

2499 

23 

JAFT 

1738A 

25-27-28 

EMERA 

1980 

20 

IABL 

2501 

31 

JAFU 

1739A 

25-27-28 

EMFAXA 

1981 

27 

IABM 

2502 

31 

JAFV 

1742 

25 

EMFAD 

1982 

19 

IABN 

2503 

30 

JAFW 

1743 

24 

EMFAE 

1983 

12-20 

IABO 

2504 

30 

JAFX 

1744 

28 

EMFAG 

1985 

7 

IABQ 

2505 

26 

JAFY 

1746 

3 

EMFAI 

1986 

15 

JABD 

2506 

28 

JAFZ 

1747 

2 

EMFAJ 

1987 

11 

JABE 

2507 

26 

JAGA 

1748 

3 

EMFAK 

1988 

11 

JABF 

2510 

19 

JAGC 

1749 

32 

EMFAL 

1989 

19 

JABG 

2511 

8 

JAGD 

1753 

32 

EMFAR 

1991 

15 

JABI 

8500/4 

10 

CAFYB 

1755 

1763 

3 

2 

EMFAT 

FABA 

1992 

1993 

9 

7 

JABJ 

JABK 

8501 A 

10 

KIFYB 

1771 

24 

FANZ 

1994 

3 

JABL 

8502A 

10 

ZABAC 

1772 

15-23 

FAOL 

1995 

9 

JABM 

8503A 

10 

NOBAC 

1784 

18 

GYBO 

1995S 

9 

JABMS 

8517A 

10 

XUFAC 

1790 

28 

GYCA 

1996 

19 

JABN 

85 ISA 

23 

ECAEC 

1797 

1798 

25 

25 

GYOP 

GYRO 

1997 

1998 

19 

14-25 

JABO 

JABP 

8519A 

23 

DABEC 

1800 

24 

GYXR 

1999 

28 

JABO 

8520A 

23 

EBBEC 

1808A 

25-27-28 

GOARA 

2400 

28 

JA3R 

8 521 A 

23 

HEBEC 

